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Message Text 


CONFIDENTIAL 

PAGE 01 CARACA 06242 192242Z 
70 

ACTION 10-14 

INFO OCT-01 ARA-16 EUR-25 ADP-00 HEW-08 SCI-06 AID-20 

CIAE-00 DODE-OO INR-10 NSAE-00 PA-03 RSC-01 USIA-15 

PRS-01 L-03 RSR-01 /124W 

001616 

R 191926Z JUL 73 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 590 
INFO AMEMBASSY LONDON 
AMEMBASSY THE HAGUE 
AMEMBASSY PARIS 
USMISSION GENEVA 

CONFIDENTIAL CARACAS 6242 

E.O. 11652: GDS 
TAGS: SWEL, PAHO.VE 

SUBJECT: PAN AMERICAN HEALTH ORGANIZATION - ELECTION OF 
DIRECTOR 

REF: A. STATE 139523; B. CARACAS 1010; C. CARACAS 0613; 

D. STATE 20476 

SINCE VENEZUELANS HAVE CANDIDATE OF THEIR OWN AND 
HAVE EXPRESSED SUPPORT FOR PRINCIPLE OF ROTATION EMBASSY 
WILL NOT RPT NOT APPROACH FON MINISTRY AGAIN AT THIS TIME. 

IF WE DID VENEZUELANS WOULD EXPECT US TO EXPRESS OURSELVES 
WITH REGARD TO SUPPORT FOR THEIR CANDIDATE. 

MCCLINTOCK 


CONFIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973CARACA06242 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 

Executive Order: GS MCCLINTOCK 
Errors: N/A 
Film Number: n/a 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730724/aaaaarfl.tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION 10 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 73 A. STATE 139523; B. CARACAS 1010; 

Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19-Sep-2001 by freemaal>; APPROVED <05-Nov-2001 by morefirh> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PAN AMERICAN HEALTH ORGANIZATION - ELECTION OF DIRECTOR 
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